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Message Text 

CONFIDENTIAL 

PAGE 01 PEKING 02366 021023Z 
ACTION SY-05 

INFO OCT-01 EA-10 ISO-OO /016W 

044220 030601Z/23 

R 020908Z AUG 78 
FMUSLO PEKING 
TO SECSTATE WASHDC 1554 
INFO AMCONSUL HONG KONG 

CONFIDENTIAL PEKING 2366 

E.O. 11652: GDS 
TAGS:ASEC 

SUBJ: ACR HEATING PROBLEM 

REF: A. 1977 STATE 261091; B. 1977 HONG KONG 12716; C. 1977 HONG KONG 
13445 

1 . ABOVE REF A TO RTC HONG KONG STATED THAT AN 
ELECTRIC DUCT HEATER WITH HEATING/COOLING THERMOSTAT 
HAD BEEN ORDERED FOR ACR A/C UNIT IN PEKING AND THAT 
WE WOULD RECEIVE SHIPPING DATA WHEN UNITS WERE SHIPPED. 

2. POST HAS NO FURTHER INFO ON SAID UNITS. PLEASE 
ADVISE. 

3. THE ACKGROUND ON THIS PROBLEM IS THAT THE A/C 
FOR THE ACR HERE IN PEKING HAS NO HEATER AND IT GETS 
COLD IN HERE IN THE WINTER TIME, MAKING THE ACR IMPOSSIBLE 
TO USE. 

WOODCOCK 

CONFIDENTIAL 
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